
Alexandra Pier H2 
Anderson St. £2 
Aqueduct B3 
Aylmer Ave. D2 
Basilique St-Jacques C3 
Beaver Hall Hill E2 
Belmont D2 
Benoit El 
Berger St. El 
Berri St. Hl Cl 
Bishop St. A3 B3 
Rue Bisson E3 
Bleury St. Cl D2 E2 
Rue de Boisbriand El 
Bonsecours St. Hl 
Rue de Brésoles G2 
Rue de Bullion Fl 
Busby E3 
Bus Terminus C3 
Callieres G2 

C.N.R. Central Station D2 

Canadian Pacific Railway Station C3 

Carlton Road Al B2 

Cathcart St. C2 

Cathedral St. C3 D3 

Champ de Mars Cl 

Rue Charlotte El 

Chenneville £2 F2 

City Councillors C2 D2 

City Hall Fl 

Clark St. DI El F2 

Commissioners St. Hl C2 

Rue de la Commune C3 

Côté St. F2 

Court House G2 

Craig St. £2 £3 F2 Cl Hl 

Crescent St. B3 A2 

Cypress St. C3 

Dalhousie St. E3 

Desrivières St. D3 

Dominion Square C3 

Dorchester Blvd. B3 C3 D2 El 

Drummond St. A2 B2 B3 C3 

Duke St. F3 

Dumarais Fl 

Rue Dupré E3 

Durocher St. Bl Cl 

■Eglise Notre Dame F2 

Expo Road D3 £3 F3 

Fortification Lane F2 

Gauvin St. £3 

Gosford Cl 

Guy St. A3 B3 

Hermine St. £2 

Hutchison St. Bl Cl 

Imperial Ave. C3 

Inspecteur St. D3 F3 

Jacques-Cartier Pier H2 

Jeanne Mance Cl Dl £2 

King St. F3 

King Edward Pier H2 

Kinkora Ave. B3 

LaGauchetiere St. D2 £2 Fl Cl 

Le Moyne St. F3 

Le Royer G2 

Rue de Longueuil F3 

Lome Ave. Bl 

Maisonneuve A3 C2 Dl El 

Mansfield St. B2 C2 D3 

Mayor St. D2 

Metcalfe St. B2 C3 

Milton St. Bl Cl 

Montfort St. D3 

Mountain St. B3 C3 

Municipal Offices Hl 

MacKay St. A3 B3 

McGill College C2 

McGill Stadium Al 

McGill St. £2 F3 

McGill University B2 

McGregor St. A2 

McTavish St. A2 B2 

Norman St. F3 

Notre Dame St. £3 F2 Cl Hl 

Ontario St. Dl El 

Ottawa St. F3 

Oxenden Ave. Bl 

Park Ave. Bl Cl 

Pea Lane £3 

Peel St. B2 C3 

Phillips Square D2 

Pine Ave. Bl Al 

Place d' Armes F2 

Place des Arts Dl 

Place Bonaventure D3 

Place Jacques-Cartier G2 

Place Victoria £3 

Place Ville-Marie C2 

Place d'Youville F3 

Port St. G3 

Près. Kennedy Blvd Cl C2 

Prince Arthur St. Bl Cl 

Prince St. F3 

Queen St. F3 

Rutherford Ave. C3 

St. Alexander St. D2 £2 

St. Antoine St. C3 D3 

St. Catherine St. A3 C2 D2 El Fl 

Ste. Cecile D3 

St. Claude Cl 

St. Denis St. Fl Cl 

St. Dominique El F2 

St. Edward D2 

Ste. Elizabeth St. Fl 

Ste. Famille Cl 

St. Felix St. C3 

St. Francis Xavier F2 

St. Gabriel St. G2 

St. Hélène F3 

St. Henri Fl 

St. Hubert St. Cl 

St. James St. £3 F2 

St. Jean F2 

St. Lawrence Blvd. El Fl F2 C2 

St. Louis Cl 

St. Luc Hospital Cl 

St. Maurice £3 

St. Nicholas F2 

St. Paul St. £3 F3 G2 Hl 

St. Pierre F3 F2 

St. Sacrement St. F2 

St. Sulpice St. G2 

Ste. Therese G2 

St. Urbain Dl El £2 F2 

St. Vincent G2 

Saguinet Fl Cl 

Savignac St. Fl 

Sherbrooke St. A2 B2 Cl Dl 

Shuter St. Bl Cl 

Rue des Soeurs-Grises F3 

Stanley St. A2 C3 

Union St. C2 D2 

University St. Al Bl C2 D2 

Vallée St. El 

Victoria Pier Hl 

Victoria Sq. £2 

Victoria St. C2 

Viger Sq. Cl 

Viger St. Cl 

Vitre St. £2 

Wellington St. F3 

William St. £3 F3 

Windmill Point Bastin — Lachine Canal H3 
Windsor Station C3 
Windsor St. C3 D3 
Rue d'Youville G3 
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